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"BARRACKS AND 0N®fe MAIN HOAD TOWARD TAN SOi^HLlT A IKPORT » ONE 
SNIPER SHOT WAS FIRED ABOUT THIS TIKE AT AN AKERICAN SOLDIER STATIONED 
.ON THE EMBASSY ROOF. USAF PLANES RESPONDED BY DROPPING FLARES AND 
THE FIRING CEASED, 1 3 - 3 ( h 

3. EARLIER IN THE EVENING, A SMALL FIRL FIGHT BROKE 

OUT IN THE CHINESE CEMETERY NEAR THE AMERICAN AMBASSADORS RESIDENCE» 

THE VIET CONG WERE QUICKLY DISPELLED WITH NO KNOWN CASUALTIES TO 
EITHER SIDE, 1 3.3(h 

4. AT APPROXIMATELY THE SAME TIME (2230 HOURS) THAT 

THE U.S. ARMED FORCES T.V. NETWORK WAS ANNOUNCING THE RESUMPTION 
‘OF NORMAL OPERATIONS AT TAN SON NHUT AIRPORT, THE U.S. AIR FORCE 
OPERATIONS NET WAS HEARD DIRECTING AIR STRIKES WITHIN A MILE 
OF THE END OF THE NORTHEAST RUNWAY. THE STRIKES WERE TO COUNTER 
A VC ATTACK ON A GROUP OF BUILDING IN THIS OUTLYING ARt-A. 


5. FIELD DIffSEKt STATE USMACV 7TH AIR FORCE CINCPAC PACFLT AH PAG 
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